Approved For Release 2005/07/12 : CIA-RDP85-00988R000300040022-2. 
MILEAGE AND FUEL CONSUMPTION DATA : 


REPORTING ACTIVITY :OL/ LSD/Motor Pool Branch ; DATE: 3 March 1982 


TOTALS: 
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98 , 046 Miles 


16,125 Miles 


: LSD USAGE Total Total Usage Combined 
I. Fuel Consumption Gallons  Gasohol Gasoline Diesel LSD Usage Other Components LSD- Others 
(Reg. & Uni.) 
Dispensed From Pumps 1.188.3 5,134.2 2,157.0 8,479.5 6,603.5 15,085.0 
Gasohol, Regular & Diesel 
Unleaded Powered Powered 
Tl. Total Miles Driven (LSD) = Vehicles Vehicles TOTAL 
A, Sedans/Station Wagons 63,665 Miles 5,731 Miles 69, 396Miles 
B. Vanwagons 25,046 Miles Qo. Miles 23, 046Miles 
G. “Trucks 9,659 Miles Q Miles §,650Miles 
D. Buses 1,676 Miles 49.3094 Miles 12 ,07@tiles 


114 ,171Miles 


be 
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REPORTING ACTIVITY :OL/LSD/Motor Pool Branch 


MONTH: January 1982 


a 


I. Fuel Consumption Gallons 


Dispensed Fron Pumps 


_ ee 


Total Miles Driven (LSD) 


Sedans/Station Wagons 
Vanwagons 

Trucks 

Buses 


OMe 


TOTALS: 


Gasohol 


858.0 


MILEAGE AND FUEL CONSUMPTION DATA 


LSD USAGE 

Gasoline Diesel 
(Reg. & Unt.) 

6,363.7 2,294.1 


Gaschol, Regular 
Unieaded Powered 
Vehicles 


68 ,449 Miles 
17,204 Miles 
10,530 Miles 

1,068 Miles 


97,251 Miles 


DATE: 8 February 1982 


Total Total. Usage 
LSD: Usage Other Components 
9,515.8 7,891.8 
& Diesel 
Powered. 
Vehicles TOTAL 
5,652 Miles 74,10IMiles 
0 Miles 17,204Miles 
0 Miles 10,53Miles 
9,206 Miles 10,274@files 
112, 10Miles 


14,858 Miles 
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Combined 


LSD §&-Others 


17,407 .6 
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MILEAGE AND FUEL CONSUMPTION DATA 


REPORTING ACTIVITY: OL/LSD/Motor Pool Branch DATE: 29 January 1982 


MONTH: December 1981 


ae LSD USAGE Total Total Usage. Combined 
I, Fuel Consumption Gallons  Gasohol Gasoline Diesel LSD. Usage Other: Components LSD. G-Others 
(Reg. q Unl.) , 
Dispensed From Pumps 728.2. 7,889.9 2757.2 515.5 7,848.7 19,224.0 
patBPrne 
Gasohol, Regular §& Diesel 
Unleaded Powered Powered. 
II. Total Miles Driven (LSD) ___ Vehicles Vehicies TOTAL 
A. Sedans/Station Wagons 55,421 Miles 4,260 Miles 59,681 Miles 
B. Vanwagons 25,551 Miles 0 Miles 25,001 Miles 
C. Trucks 9,458 Mates 0 Miies 9,458 Miles 
D. Buses Lone Miles 12,3605 Miles 13,717 Miles 
TOTALS! 91,782 Miles 16,625 Miles 108 ,407 Miles 
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MILEAGE AND FUEL CONSUMPTION DATA 


December 4, 1981 


REPORTING ACTIVITY: OL/LSD/Motor Pool Branch DATE: 
MONTH: November 1981 
; LSD USAGE Total Total. Usage. 
I. Fuel Consumption Gallons Gasohol Gasoline Diesel LSD. Usage Other Components 
(Reg. & Un1.) 
Dispensed Fron Pumps 387.4 5,638.2 1,964.6 7,990.2 6,309.0 
. arate 
Gasohol, Regular & Diesel 
Unleaded Powered Powered 
II. Total Miles Driven (LSD) Vehicles Vehicles TOTAL 
A. Sedans/Station Wagons 67,432 Miles 5,422 Miles 72,854Miles 
B. Vanwagons 21,149 Miles Miles 21, 1T49Miles 
C. Trucks 10, 304 Miles Z Miles 10, 304Miles 
D. Buses 768 Miles 10,388 Miles 11,15@iles 
TOTALS: 99,653 Miles 15,810 Miles 115 ,46MMiles 
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Combined 


LSD §- Others 


14,299.2 
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MILEAGE AND FUEL CONSUMPTION DATA 


REPORTING ACTIVITY: OL/LSD/Mctor Pool Branch 


MONTH: October 1981 


re 


il. 


Puel Consumption Gallons 


Dispensed From Pumps 


a RB 


Total Miles Driven (LSD) 


Ow > 


Sedans/Station Wagons 
Vanwagons 

Trucks 

Buses 


TOTALS: 


LSD USAGE Total Total Usage. 
Gasohol Gasoiine Diesel “ESD. Usage Other Components 
(Reg. § Unl.) 
789.0 6257.1 2209.3 9255.4 : 6893.6 
Gasohol, Regular & Diesel 
Unleaded Powered Powered 
Vehicles Vehicles TOTAL 
65,520 Miles 4,915 Miles 70,435Miles 
20,963 Miles Miles 20,963Miles 
12,561 Miles Miles 127, 56i1Miles 
566. Miles -- 12,960 Miles 13, 526Miles 
99,610 _ Miles 17,875 Miles 117,485Miles 


DATE: November 5, 1981 
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Combined 


LSD: & Others 


16149.0 
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MILEAGE AND FUEL CONSUMPTION DATA 


REPORTING ACTIVITY:CL/LSD/Motor Pool Branch 


MONTH: September 1981 _ 


i. 


Fuel Consumption Galions Gasohol 
Dispensed Fron Pumps 1234.4 


Total Miles Driven (LSD) 


A. Sedans/Station Wagons 
B. Vanwagons 
C. Trucks 
D. Buses 
TOTALS: 


LSD USAGE 
Gaseline 


(Reg. & Uni.) 
4788.8 


Diesel 


1956.4 


Gasonol, Regular 
Unleaded Powered 


Vehicles 


103,148 Miles 


DATE: 14 October 1981 


Total Tatal. Usage. 
ESD. Usage Other Components 
7979.6 6801.9 
& Diesel 

Powered 

Vehicles TOTAL 

4,197 Miles 75, 754Mi les 
Miles 20,471Miles 
Miles 10, ,QiaMiles 

12,962 Miles 13,17Miles 

17,159 Miles 120, 307Miles 
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MILEAGE AND FUEL CONSUMPTION DATA 


REPORTING ACTIVITY:OL/LSD/Motor Pool Branch 


MONTH: Augus t 1981 


If. 


Fuel Consumption Gallons 


Dispensed From Pumps 


OPE 


_ 


Total Miles Driven (LSD) 


Sedans/Station Wagons 
Vanwagons 

Trucks 

Buses 


TOTALS: 


DATE: 8 September 1981 


; LSD USAGE Total 
Gasohol Gasoline Diesel LSD Usage 
(Reg. & Uni.) 
1156.3 5752.8 1971.1 8880.2 
Gaschol, Regular & Diesel 
Unleaded Powered Powered 
Vehicles Vehicles 
57,277 Miles 2,788 Miles 
16,654 Miles Miles 
11,284 Miles Miles 
__577___ Miles 12,313 Miles 


85,792 Miles 


15,101 Miles 
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DP Ia Ke 


Total. Usage 


Other Components 


TOTAL 


60,065Mi tes 


16 ,654Miles 
11, 284Miles 
12,890Miles 


100 ,893Miles 


Combined 
LSD. &- Others 


